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INFO OCT-01 EUR- 1 2 ISO-OO STE-01 FBOE-OO A-01 /020R 


DRAFTED BY A/SY/NSU:GJROUSSOS:TD 
APPROVED BY A/SY/FO:PIHARRICK 
A/ST/FO/EUR:AHANREHAN 
A/FB O : IMORRISON (SUBS) 

054699 100938Z/15 

R 0921 12Z MAY 78 
FM SECSTATE WASHDC 
TO AMCONSUL LENINGRAD 
AMCONSUL FRANKFURT 
INFO AMEMBASSY MOSCOW 


LIMITED OFFICIAL USE STATE 118032 

LENINGRAD FOR PSO, POIC SEABEE TEAM, FRANKFURT FOR OIC 
E.O. 11652: N/A 

TAGS: ASECNSU 

SUBJECT: FIRE ALARM INSTALLATION PROJECT 

RTC, CPOIC SEABEE TEAM, MOSCOW FOR RSO 

REF: (A) LENINGRAD 1297, (B) STATE 86420 (C) STATE 94128 

1 . SEABEE WORK DOES NOT HAVE TO BE ACCOMPLISHED AT SAME 
TIME OF CONTRACTOR WORK. INTENTIONS ARE TO PROCEED WITH 
SEABEE PORTION OF INSTALLATION WHEN ALL MATERIALS AND TOOLS 
HAVE ARRIVED LENINGRAD AND NOTIFICATION HAS BEEN RECEIVED 
BY A/SY/NSU. 

2. MATERIAL CITED PARA 3, REFTEL (A) HAS BEEN AIR SHIPPED 
LIMITED OFFICIAL USE 
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BY USDA NEW YORK APPROXIMATELY 2 MAY. USDA SHIPMENT 
INCLUDES MATERIAL LISTED IN PARA 2, REFTEL (B) AND PARA 2, 
REFTEL (C). 

3. SUFFICIENT HYATT CONNECTORS SHIPPED FROM A/SY/T WITH 
TOOLS UNDER REGISTRY NUMBERS 3106895 THROUGH 3106897 ON 
4 MAY 1978. IF RTC FRANKFURT HAS NOT SHIPPED RECOMMEND 
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ORDER BE CANCELLED. 

4. IN VIEW OF HIGH CEILING IN LENINGRAD, REQUEST POST 
CONFIRM THAT STEP LADDERS FOR PROJECT ARE SUFFICIENTLY 
TALL TO REACH CEILING. 

5. MANDAY ESTIMATE FOR SEABEE INVOLVEMENT NOT EXPECTED 
TO EXCEED 90 M AND AYS. 

6. ADDITIONAL RESISTORS FOR THIS PROJECT SHIPPED UNDER 
REGISTRY NUMBER 1883362 ON 8 MAY 1978. THESE ARE SPARES. 

7. CEC A. DICK AND CE1 R. MORROW WILL BE SCHEDULED FOR 
ARRIVAL WHEN POST CONFIRMS ARRIVAL OF MATERIAL LISTED IN 
PARAS 2 AND 3 OF THIS TELEGRAM. 

8. HONEYWELL'S CORRECTED SCHEMATICS OF FIRE DETECTION 
SYSTEM WILL BE POUCHED TO POST BY FBO. VANCE 


LIMITED OFFICIAL USE 
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